Brief comment text:

As a General Class licensed Amateur Radio Operator, I would like to vigorously object to the Shortwave Modernization Coalition (SMC) filing to enable 20,000 watts (Average) power, digital modulation sideband transmissions that are greater than the current Part 90 HF Limits.  In short, I believe these proposed changes would end Amateur HF operations due to the spurious signal overflow of 100 kHz or more into our existing narrow permitted use of the HF spectrum.  
I do not understand why the SMC must locate directly adjacent to the Amateur Bands.  As International Broadcasting on the HF spectrum declines, there must be other options for these proposed transmissions other than directly adjacent to the Amateur Bands.  
Amateur Radio is more than an international group of enthusiasts.  We are also a service organization.  SMC proposed transmissions would impact operations such as the International Maritime Net (14.300 mHz), saving lives.
Thank you for your consideration.
